[2024-05-28T07:14:39.803323Z] [info] Preparing cgroup to start isotovideo
[2024-05-28T07:14:39.804072Z] [info] Using cgroup /sys/fs/cgroup/systemd/openqa.slice/openqa-worker.slice/openqa-worker-auto-restart@29.service/4226934
[2024-05-28T07:14:39.804377Z] [info] Starting isotovideo container
[2024-05-28T07:14:39.806953Z] [info] isotovideo has been started (PID: 80984)
[2024-05-28T07:14:39.808301Z] [info] 80984: WORKING 4226934
[2024-05-28T07:21:54.397524Z] [info] Uploading video.webm
[2024-05-28T07:21:54.436194Z] [info] Uploading autoinst-log.txt
[2024-05-28T07:21:54.454440Z] [info] Uploading worker-log.txt
